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29 January 1971. 3 
bsx1 | enn) He 
oe 
25X1 


( Iteleconned several days age that he was having some aaa 
difficulty in obtaining accurate cost estimates from the Army Engineers 
regarding the maintenance and other expenses would be faced with 


25x14 in relocating to the ASA Operations Building at 25X1 
Subsequent telecons and telephone conversations 
i with have revealed the following information: 
FOIABSE 1. [__]#i22 be requised to pay all of the utility and support costs 


for the buliding even though we will occupy only one half of the 
space. (There are no indications that the remaining space will 
ever be reocoupied.) These armual costa will approximate $15,000. 


2 Buliding facilities include air conmiitioning, emergency power system, 
commmnication cable trenches in the floar, all antennas, and 
parking area. 


8. The Anay will maintain 611 antennas and the antenna field at its 
expense aince another component aleo uses the same antennas. If, 
FOIAB3B1 an i future date, the Army should deactivate any of ita antermas 
_| would be responsible for maintaining them if in fact we 
needed the antenna for our coverage requirements, The Acmy will 
aleo maintain the building air conditioning, emergency power, and 
water and plumbing syatens. 


4. The ASA bullding is now equipped with an internal security alarm 
ayster. and a vault. 


5. The Army will supply all necessary logistical support on a re~ 
imbursable basis. FOIABSB25X1 


6. Base fire protection facilities are available to the[L____1 [LL ___] 
was not sure if there is any building internal fire protection 
system. He will check this out. 

25xX1 

| 7. [____leould net provide a specific answer to the question of prob= 
eble length of time the base will continue to be occupied exe 
eapt te say that there are no known plans to either reduce operations 25x! 

25x t to vacate the base except for the close of the ASA nations 
tying, Le hee aivived his thet Doo ee 25x1 
\pemain as long as there is a military presence in the ——— 


$5 [J responded in a positive manner to the question of whether 
he considered the absence of windows in the buflding to be a nera~ 55,4 
tive factor in ite consideration as a[___] (Windows could, of 

course, be added but not only would they be expensive, the Anny Feria 
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might not permit such installation.) 


9, External security for the bullding 4s carried aut by base 
security forces. 


LMay 1971.  osy, 

Based onL____Rnformation and an examination of the building 
layout by the Engineering Staff, the space 4s extremely well suited for 
use op our [L___Jand can be repartitioned into an efficient and 
functional floor plan at reasonable cost. Such 4 fleor plan will be 
developed by the Engineering Staff for review by[ Bed Head 
quarters officers as a preliminary step. 

(ae: Director, Ch/Ops, Admin, (( ds. GRD 
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